;6   KIRBY  HALL, Northamptonshire.   THE COURTYARD.   157-.   John Thorpe,~architect.
Window above doorway attributed to Inigo Jones.

77   MOREJON OLD HALL, Cheshire.   THE COURTYARD.   Upper windows dated 1339.   Lower bv
Richard Dale, carpenter, 1631.                                                                                                          '